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INTRODUCTION 


+ - 


T ills ])0()k is written \\'itli the ])iirp()se of intro- 
the Master X'iolet ka}'S and ex|)laining' its 
siipei'ior nu'rits in the treatment of ph\'sica] cli^- 
oiah'rs to tliost' who ha\c' not alreadx' experienecd its 
wonderful]V Ijeneficial elTeels. 

d'o tlie thousands of users of Master \Molet Ray In¬ 
struments. we need no introductir>n. d^hc maeliines 
speak for themseh'es and the nunuu’ous commendations 
we ha\'e recei\'('d testifvinp; to the complete satistaction 
<^\Ycn by these instruments, are sun'icicnt proof that our 
uiKpialihcd <4'uarantce is \^■ell founded, ddiese users of 
Master lnst!'uments know that for ser\'ice, reliability 
and y^'eneral satisfaction thev can find no machine the 
e(juaJ of the Master. 

d'o our new friends and potential customers we \\'anl 
to say, tliat for }'ears we have cmdeavored to produce 
the best \d(det Rav instrument ])ossible at anywhere 
near the price, d'hat we ]la^'e succeeded in this is at¬ 
tested to by tbe man\- satisfied users who ^vould have 
no other than a aster \dolet Ray. We have main¬ 
tained a ])olicy of usinp frst-class materials with hiyh 
pra(h‘ woi'kmanship onlv, and hv constant experiment 
and tests ha.\'e jiroductal a X'^iolet Ra\' for home and 
general ime tliat is without e(|uab 

b\'er\' machine' leaxdnp our factor\- is tinJi-oupld\’ 
tesfed and inspected and is accompanied ])\' our alisolnte 
puaiantex'. Aim dissatisfaction will be immediatelv ad- 
ju.-ted. 


MASTER ELECTRIC CO, 
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VIOLET RAYS 


The Violet Ray is a pleas-Mit, effective means of applying the 
wonderful power of electricity to the human body without pain, 
sensation or shock, and is without an ccpuil in relieving jjain and 
congestion, stimulating the circulation and restoring good hcaltli, 
vigor and youth. 

The Violet Ray is the ordinary electric current obtained from 
any socket, nebulized and split up into infinite parts and produced 
through glass applicators called electrodes, in a violet colored 
stream, hence its name. VIOLET RAY. A huge voltage of 
electricity is obtained and applied to the body or hair but without 
any sliock, whatever, the only sensation being a pleasant warmth. 


Violet Ray Treatments surel}^ relieve pain in any part of the 
body. The electrical currents penetrate evcr3^ cell and tissue of 
the body, and tranquilize and soothe. Violet Rays stimulate and 
strengthen the vital organs, l)uild up the natural forces, stcad_y 
the nerves, and develop the general health and conditions of the 
body. High frc(|ucncy electrical currents carr}^ oxygen to the 
blood, thus purifying this vital body fiuid. Violet Rays c(iuali/.e 
the circulation in congested parts and restore bruised and in- 
llamed tissues to normal. 


A Master Violet Ray is applied through vacuum applicators or 
electrodes made of annealed glass. These electrodes diffuse the 
electrical current in sprays of a beautiful deep violet color. 'Fhese 
sprays or sparks vibrate to and fro, or oscillate at the rate of 
several hundred thousand times per second. This rapid vibra¬ 
tion is what produces the ]deasing, invigorating and corrective 
effects derived from Violet Ray Treatments. 

A few minutes' application each day, simply holding the ap¬ 
plicator in the hand, furnishes a tonic to the system which docs 
much to fight disease and keep the body in a healthy state. In¬ 
asmuch as prevention is to be desired a thousandfold rather than 
a cure, this one point alone makes the Master Violet Ray in- 
dispcnsal)!c in 3’our home. 

Many authorities state that impaired circulation of the blood 
causes most ailments. The Violet Ray 1 )}^ stimulating the cir¬ 
culation. thus wards off disease, saving you much unhappiness 
and suffering. 

With the knowledge that electricity, Xature’s greatest health 
agent, was a vital factor in the treatment of various diseases of 
the l)ody. there has been a constant untiring effort to improve the 
method of api)hcation and increase the power of this wonder!ul 
agent. 

The wide use of electricit}' produced through various types of 
apparatus finalfiv led to the discovery of the Violet Ra3P other¬ 
wise known as Higli Freciuentey which has solved man3" prob¬ 
lems and today furnishes the most efficient and powerful phase 
of electricity known for the relief and destruction of the vari¬ 
ous diseases and germs of the body. 


inminiiiiiiiiiiiiiiiiiiiiiiiiiiiiininii 
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(la_v you can hardly find ajiy 
Violet Ray Apparatus. 


The Violet Ray offers a pleasant, 
effective means of destroying germs 
and l)anishing various diseases while 
building up the tissues and toning 
up the system generally. The Vio¬ 
let Ra_y while introducing all the 
power of electrical energy into the 
body, does so without tlie slightest 
pain, shock or contraction of 
muscles. In fact the application of 
the Violet Ray produces a pleasing 
sensation. The amazing results se¬ 
cured tlirough Violet Ray treat¬ 
ment. immediately caused it to be 
accepted liy the professions, and to- 
physician’s office not equipped with 


Now this remarkable factor is made available to you for use 
in your own home, at a price within the reach of anyone. We 
have built an effective \dolet Ray instrument that is the essence 
of simplicity, made so a child may operate it, and at the same 
time we have an instrument that produces the Violet Ray un¬ 
excelled by machines costing many times as much without the 
unique and practical features of our instruments. 


WHAT VIOLET RAYS DO 

X'iolet Rays or High Pfi-equcncy Currents benefit all living 
matter. Through the glass vacuum applicator light, heat, electric 
energy and ozone are created. These forces are uniformlv potent 
in relieving and eliminating human ailments. Violet Rays ];)resent 
a remedy upon wliich we can rely, d'hey are positive and certain 
in action, d'hey will reacli where medicine does not and often 
cannot reach—yet tfiey cause no pain, no disagreeable sensa¬ 
tion. no discomfort. They furnish a soothing relief. They 
destroy germs and have a strong power over infection. 

The uses for the blaster Violet Ray are practically unlimited. 
Not only are ordinary pains and aches removed, but deep seated 
ailments of long standing arc often entirely eliminat^ed, 

VIOLET RAYS SAFE TO USE 

There is no danger with the Violet Ray. It can be applied 
to the most sensitive parts, and the treatment is agreeable and 
exhilarating. You simply connect 
venient light socket on direct or 
alternating current and ft is ready 
for any treatment. People were 
very skeptical about the claims that 
we made for Master treatments till 
they found that physicians not 
only strongly endorsed its use, 
but treated their patients with it 
with very gratif^dng results. You 
will find the Master in the office of 
many doctors. The Master Violet 
Ra^'- in tire home is good health in¬ 
surance. 
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SELECTIVE EFFECTS OBTAINABLE 

A. A sedative, quieting or sootli- 
ing effect can be obtained and is of 
great benefit in all nervous ail¬ 
ments. This effect can be produced 
localh^ ]>y keeping the electrode in 
close contact with tlie part to be 
treated. Painful sensations can be 
relieved, irritated nerves tranquil- 
ized and soothed. Nervous disor¬ 
ders are quickly and beneficially in¬ 
fluenced by a sedative treatment. 

B. A stimulating effect is pro¬ 
duced when the electrode is lifted 
somewhat during the application or 

used through the clothing or a cloth which has been put over the 
part to 1 )c treated. The length of the stimulating sparks depends 
on thickness of the clothing or cloth ])Iaccd between the electrode 
and the body. Uniformity in spark length is insured by the 
cloth. 

Stimulating treatments through clothing arc very beneficial in 
rheumatism, lumbago, partial i)aralysis, etc. Skin disorders, 
where the circulation is impaired, are often greatly benefited by 
a slight stimulation. A single la^'cr of a handkerchief produces 
enough resistance in such cases. .An ordinary towel is best to 
use in chronic rheumatism and similar affections. 

MASTER VIOLET RAYS FOR BEAUTY 

If Nature has not endowed 3^011 with the charms that you de¬ 
sire, or if work and worry have left their lines in r-our face and 
figure, 3’ou can erase tlicm with the Master Violet Ray. Rich, 
red blood is lirought to the skin wdth the use of the Violet 
Ray. It nourishes the tissues and cells and brings the radiant 
fiue of health and beauty to the skin. All facial blemishes quickly 
vanish. 

All modern I)caut3'' specialists use the Wolet Ray in the treat¬ 
ment of the hair and skin. 

Treatment of Hair 

Practicall.v every disease of the scalp and hair, such as dan¬ 
druff, falling hair, etc., can l)e traced to the improper circulation 
of the l)lood flowing through the scalp. The X'iolet Ray when 
applied to the hair has a direct action on the tin3^ nerve and 
blood vessels, stimluating them to 
perform their proper functions. The 
ozone generated acts as a germi¬ 
cidal agent and destroys an}- organ¬ 
ism present, making dandruff im¬ 
possible. A few treatments will 
suffice to convince you of the won¬ 
derful results accomplished. It is 
a proven fact that persistent use of 
the Violet Ray will restore grey 
hair to its natural color. 

The use of the Violet Ray for a 
few minutes each day will make 
the hair thick, healthy and beautiful. 
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As a })eaut!fying 
agent the Violet Ray 
is iniexcel!ed. as it 
!)rings a fresh glow 
to the skin, produc¬ 
ing a clear, youthful 
c o lo p 1 e X i o n . It 
quickly r c in o v e s 
1 hmples. Blacklieads. 

Boils. Warts, a n d 
other Blemishes. 

ft removes Dan¬ 
druff. Eczema. Itciiy 
Scalp and Skin Dis¬ 
eases. Every wom¬ 
an should liave this 
outfit in her home 
for use on the hair 
alone, aside from the 
o t h e r innumerable 
purposes to which it 
may be put. 

As a ])ust devel¬ 
oper. the M a s t e r 
Violet Rays will ])e 
of material assist¬ 
ance. A special 
electrode suitable for 
the purpose is made. 

d'he Violet Ray Refreshes the Body. The results obtained 
through Violet Ray ai:tplications will lie a revelation to you and 
in a remarkaldy short time will liring your l)ody, health and ap¬ 
pearance to that condition that Nature intended it should be. 

CELLULAR MASSAGE 

When the electrode is brought near the body the (low of 
Violet Ra\^ is apparent in one ciireclion only, d'liat is from the 
applicator to the liody. Actually, how^ever, the direction of tire 
flow alternates from tlie applicator to the body and tlicn from the 
bod\^ to the aioplicator thousands of times i)cr second. This 
causes the cells of the body to vibrate accortlingly. which gives 
the effects of a massage, and tends to revive and invigorate the 
bodily tissues In' rel)uilding each individual cell of which it is 
composed. This is one of the most beneficial results of the 
Violet Ray. 

HOW TO USE MASTER VIOLET RAYS 

Three distinct methods of application arc in general use ac¬ 
cording to the conditions present and the results desired. 

First. Local applications. Given with specific surlacc of 
orificial applicators made for that purpose. 

A beneficial warmth is induced by the action of the Violet 
Ray, the capillaries of the skin are stimulated. The local^ blood 
supply in the treated parts is increased during the application 
and for some time thereafter. Any local application with a 
vacuum electrode is an effective antiseptic, largely on account 
of the ozone developed. 
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Local applications 
lirodiice the desired 
result at the treated 
part (iLiickly. 'Fhey 
also l)eiie(it to a re- 
iiiarkahle degree the 
entire system. ddie 
body is penetrated 
l)y radiant atomized 
(dectricity, restoring 
mergy and vitality 
to the entire system. 

Second — General 
applications. Taken 
as electr i f i c a t i o n 
treatment for the ef¬ 
fect on the general 
condition. The en¬ 
tire body is saturated 
with electrical en- 
erg}^ by simply hold¬ 
ing the electrode in 
the hand. This produces a seditive or quieting effect. 

Violet Ray High Frcciuency Lurrents have the tendency to 
establish a normal c(iuilil)rium of the entire nervous system. 
Arterial tension during a general treatment usualh' increases 
slightly while it falls a short time afterward. General treatments 
are recommended in all nervous disorders and diseases. 


Third—Indirect applications. C'oml)incs local and general 
treatments and re(|nires two i>eoi)lc. The party to be treated 
iiolds the instrument with the attached electrode. A second 
jiarty tlicn may draw with either hand, fmger-tii^s, or anolher 
electrode, the high fiaaiuenc}' curremt to the desired si)Ot of the 
patient’s body. 


LOCAL TREATMENTS 

One of the greatest benefit of the Wolet IVay, is tlu' fact that 
it can lie used with such excellent results in local conditions. 
When the Alaster Violet Ray is ai)i)licd to any part of the 
l)ody. it gives to a certain extent a general treatment liy stim¬ 
ulating the circulation. In treating local conditions, these results 
are greath' increased 1 )}' giving a local treatment to the part 
affected. Suppose one is afllicted with rheumatic jjaiii in the 
shoulder, you api)ly the Violet Ray treatment to the paintul 
part. The result noted, will be an immediate sensation ot 
warmth. After a slight treatment, you will note, that the part 
treated, has liecome slightly reddened hy the blood that is sent 
in response to stimulation secured from the treatment. 

These local treatments can be given tc'* any part of the body 
locally with very good results. 


NEURITIS 

Neuritis, as commonly understood, is rheumatism of the 
nerves. in the treatment of this condition, the Violet Ray is 
unexcelled. Not only does the Violet Ray apjtly health but a 
l>ermanent relief is secured bv relieving the inflammation and 
removing the cause of the ailment. 


lilllitlliiilillllllllilllllliililltililillllilllllllilillllllllillllllllllllliilliilillillillllliil^ 
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RHEUMATISM—LUMBAGO 

I>y causing' the rich red lieallli-Iaden hlood to ilow to tlie 
afiected part and concentrated oxygen driven directly into the 
tissues, the iuManunation is nsnalh' (juickly overcome and a 
nornud condition is secured. 


OZONE TREATMENTS 

d'he Master Ozone Oencraior shown on Page 19 nia\' l)e 
used with any Master machine. 'I’his generator in connection 
with our onthts give the most satisfactory metiual of ()zone 
treatment knowm to science. 

most essential form of treatment for asthma. ha\’ fever, 
and all lung, tlirotit and nose cases. 


WHY MASTER VIOLET RAYS EXCEL 

Master \dolct Rtiy machines liave many fetitnres that make 
them superior to other X’iolet Jvay machines produced. Due to 
their superior type of construction, which permits of the use of 
l)tirts of ample size, they will operade continuously for :l much 
longer period wdthout overlieatiug than an\' i)ortahle machine 
heretofore offered. 

d'he ('.ondensors are large' and of over-cai)acity in orde'r to 
pi'cN'enl hreakdowns, ddie (’oils are all wound over-capacity to 
p-reva'Ut over-heating in continuous and hard usage. Idle insula¬ 
tion of the coils used is eepial to tliat of ver\' ex})ensi\'e machines. 

d'he range of adjustment is ideal ami suitable for all treat- 
nieuts. 

.Ml Cords are sparkless and there* is no iiossihle danger of 
shocks, d'he machines are instruments (d" marvelous sini|)!icity 
and efficiency that operate on any alternating or direct current 
without adjustment, and are fc.iol ])roof in construction. 

d'hey are economical in oiperation. d'he powder consumed is 
less tlran that useel liy the ordinary electric light. 

d'he Master reputation has been built by supplying the most 
superior product on the market. Cxtreme care in the selection 
of material, rigid inspection, skilled cral tsmanship, and years of 
experience make Master \ iolet Ktiy Instruments stand out in 
a class ])y themselves. 
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SPECIAL FEATURES FOUND ONLY IN THE 
MASTER VIOLET RAY INSTRUMENTS 



I immIi- 

So<' lv<* 1 


A very important feature of all MavSter Violet 
Ray machines is the special patented Master Elec¬ 
trode socket terminal which is a part of the res¬ 
onator coil. Should the electrode 1 )rt‘ak. the eoi! 
can simply he unscrewed from tlie hard rul)l)er 
housing' and tlie ek'Ctrode end easi!>’ removed h>’ 
in.'-erling a screw driver or knife in tile insrrlion, 
as shown in illustration. 

In the past, where the electrode has hroken. 
it has hcen necessary for iiracticalh' all users to 
take these to an electric sliop or repair man to 
have the electrode cmd removed. This annoyance 
is altogether eliminated, hotli to the user and the 
dealer, hy the patented Master hdectrode Terminal 
socket which is found onlv on Masti'r X’iolet Ray 
ma chines. 


MASTER VIOLET RAY No. 10 



The lowest pricwl model \iolct ra}' machine ever oi'lered hy 
a responsihle manufaeturc'r. Xo exjiosed ])arts. Whudcs on cither 
direct or alternating current. hXpiipmenl consists of generator 
and geiu'ral eh'Ctrode in suhstantial container. 'The woidd's 
gi'catest vadne in a X'iolet l\a\'. .\l its prici^ it has no com- 
jictit iem. $7.75 

l^'or 2 d() voh or hi sadt add $l, 5 d, 
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MASTER VIOLET RAY No. 11 


This wonderful new nn'icliinc conics equipped with three elec¬ 
trodes-—coml), throat and general, contained in a ver}' licautiful 
red lined carr 3 'ing case, d’hc size of the case is 14 inches long 
and 9 inches wude, making it a large attractive outfit. The magnet 
coil is mounted on a liighl\^ polished Formica plate. Coils and 
condensers are oversize to prevent overheating and the Tesla 
coil is designed to stand hardest usage. We are using the same 
type of construction on this machine tliat all manufacturers use 
on their highest priced models: namch'^ two piece construction. 
Eiquipped with three electrodes it represents the world’s greatest 
value in a product of this kind and is the fastest selling macfiine 
ever offered. 

Price .$12.50 

For 220 or 32 volts add $1.50. 

Our 220 volt windings will run on both A. C. and D. C. 
current. Voltages of from 200 to 240 volts. 
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MASTER OUTFIT No. 1 
Universal Generator and Surface Applicator 

The Universal lias been Ijuilt to supply the demand for a 

liigh-class Violet Ray machine, with features of the higher 

price types at a price within the reach of everyone. With 

the perfection of the Universal, we are now in a position to 

offer our customers a low priced Violet Ray instrument, which 
nia 3 ^ be sold without fear of a dissatisfied buyer and with the 
knowledge that the best machine obtainable at its price is being- 
placed in the customers’ hands. 

The Magnet Coil and xUdjustments are mounted in the carrying- 
case. The Resonator Coil is contained in a separate Hard Rubber 
Handle of special design, The Handle and Cords arc shock 
proof. 

MASTER VIOLET RAY OUTFIT No. 1 

The outfit includes the Generator and General Electrode No. 
1. The Electrode is mounted in carrying case, which is equipped 
with a clip liolding it in place, to prevent breaking. 

We are the originators of this type of two-piece construction 
and have made it the most i)opular Violet I’^ay machine on the 
market. 

Price ... 

h'oi' 220 or 32 volts add $1.50, 


$12.50 
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MASTER VIOLET RAY No. 2B 


I'his machine represents the latest development in. a one piece 
outfit. Due to our special type of construction the machine can¬ 
not be thrown out of adjustment by turning the adjustment knob 
too tightly and locking the vibrator springs, a defect found in 
most other one piece outfits. 

An exceptionally strong hard rub1)cr housing is used and the 
coils are so constructed that they will not overheat. This machine 
is without competition where lasting qualities and value are con¬ 
sidered. Equipped with handsome carrying case with No. 1 
Surface, No. 3 Comb and No. 12 Metal Electrodes. 

[Tice ..$15.00 

Eor 220 or 32 volts add $1.50. 


Our adjustment is a piece of precision mechanics, highly devel¬ 
oped, accurate and dependable. There are no parts that will 
come apart and the arrangement of adjustment prevents locking 
of vibrators thus eliminating burning out of the coils. This is 
a feature of all Master machines. 
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MASTER OUTFIT No. 2 

This machine is of the one-piece type: that is, the entire 
outfit is contained in the handle and there is no separate-iC^il 
contained in cabinet or carrying case. For those who desire 
simplicity in appearance and operation, this Master One Piece 
t 3 'pe machine offers the greatest efficiency possible. 

The entire mechanism is enclosed in a beautiful highl}^ pol¬ 
ished Hard Rubber Housing. Tt is light in weight and comes 
equipped with a liandsome seal grain carrying case, and surface 
electrode No. 1. 

List Price ...$12.50 

For 220 or 32 volts add $1.50. 


The new models of Master Violet Ray machines shown here¬ 
in, are the result of years of experience in the exclusive sale and 
manufacture of these products. All Master machines are manu¬ 
factured of the best material obtainable of highly skilled expe¬ 
rienced workmen. Our various inspections are the most rigid 
it is possible to give. 
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MASTER VIOLET HAY 
Eiffliiiniiiin 


INSTRUMENTS 



MASTER VIOLET RAY No. 20 

l^his niacliine represents the ideal portaKile niacliine, d'lie ad¬ 
justment knol) acts as a switch and is located on tlie toj) of a 
beautiful ln,c;hly polished panel of F'ormica. I'lie handle of the 
machine is light in weight and makes a most compact and at¬ 
tractive portal:)lc model for those preferring the two piece type 
of construction. Tlie carrying case is velvet lined, very strongly 
constructed, and the equipment contains the general electrode, 
the comb electrode and the eye electrode. 

Price ..$20.00 

No e.xtra charge for special voltage. 


The Master Electric Company specialize on the manufacture of 
Violet Ray machines, and are the largest exclusive manufacturers 
of Violet Ray machines in the world. Every machine is thorough¬ 
ly inspected and you are assured of receiving a machine perfect in 
every detail and fully guaranteed by a responsible manufacturer. 
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MASTER VIOLET RAY No. 235 

A very ])()]>iilar and fast sidling' oiili'it. ( )ur superior one i>iec.c 
type outfit in l)eautiful silk lined carrying case. The applicators 
included are the general No. 1, comb No. 3, external throat 
No. 4. eye No. 5, metal No. 12, and insulated internal throat 
No. 19. A most comi)lcte and beautiful eciuipmeut. This ma¬ 
chine can also be furnished for operation on 32 volt or 220 volts 
without extra charge. 

Price .. $23.50 

No extra charge for special voltage. 


All M.aster Violet Ray outfits are designed to work on standard 
current 110 to 120 volts, A. C. or D. C, 

The output of Master instruments are truly marvelous, not 
only is the amperage tremendously high at the full adjustment, 
but the milli-amperage is great in volume, causing mmeh heat 
at the point of application to the body, an effect most desirable 
and not found in other instruments. 
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MASTER OUTFIT No. 8 


I'his machine is designed lo im'in the demand for a C 0 'mi)lete 
X'iolct Ra}^ ccinipmenl <)f the two jiieee tyj^c for home and 
profession, at a moderate price. 

'Idle case is designed to liold li\'e eh/ctrodes, which are con¬ 
tained in a separate compartment with c]iii> to liohl the (dec- 
trodes. A Map separates tliis com[)artment from the (ieiierator. 
ddie case is velvet lined and very attractive. 

ddie equipment consists of tlie Surface hdectrode. Comb I'dcc- 
trode, Throat hdectrode, Eye hdectrode and Metal Saturator. 
In the illustration, a Cautery Electrode is shown in place of the 
liye Electrode, choice of cither is given. If neither is desig¬ 
nated, Eye Electrode is furnished with the machine. 

A l)cantifully finished, quality product at a riopular price. One 
of our most popular sellers. Distinctively a Master product. 

Price .$25.00 

Xo extra charge for special voltages. 
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MASTER OUTFIT No. 4A 

MASTER DE LUXE VIOLET RAYS 

'I'liL- (u'lU'raloi' is nu)unU'<l in a hcantit'ully rmislud nialioj^anv 
cabinet with silk conncclinit cord, d'ln.' handle ol the nnudiine is 
light in weight and is in a separate llard Knhhei' lionsing. The 
cabinet and tbc housing ai'c contained in a Karatol covered 
canw’ing case, wdiich is lined with velvet 1 hroiighont. I'he carry¬ 
ing case has a se]yarale compartment for electrodes wdiich are 
protected liy a flaii, as shown in the illuspaation. 

Cabinet may be hung on wadi or placcal on table and used 
separate from case. \'ery ])oi)nlar niodel in lieauty parlors and 
with professional people. 

MASTER VIOLET RAY No. 4 
For Physicians 

ddiis outfit is similar to the 4.\, but is cquipiied wdth siiecial 
(di'ctrodes for pln'sician’s use, consisting of one body Xo. 1 and 
five (Iriticial electrodes, Xos. 20. 21, 22, 23, 24. 

Price .$35.00 

MASTER VIOLET RAY No. 4A 

This is tlic machine showm in the above illustration and 
comes equipped with the following electrodes: Ccn'eral Electrode, 
Comb Iflcctrode. I'lxtcrnal ddiroat Iflcctrode, Pyc I'llectrode. 
C'autery Electrode and Alctal Saturator. 

Price . 


$35.00 








18 MASTKU VIOLET LAY IXETRUMENTS 

BlllltlHtUtlllllilimiliilllllillUillitllllH 



MASTER VIOLET RAY No. 50 

'I'llis is a most complete outfit and a wonderful value. ITas 
comjdctc set of electrodes for all treatments, ddiis generator is 
constructed with extra capacity condensers and has very great 
l)enetrati\'(' power, developing a current of great therapeutic 
value. Adjustment knob is located on toil of highly polished 
h'orniica panel. Idle adjustment of this machine is truly re¬ 
markable, operating as it does on a hall hearing and holding a 
very minute adjustment, which is a very distinct feature with 
great lasting qualities. Carrying case is lined witli velvet and 
is very lieautiful in appearance. Tlie very fnest outfit to 1)C 
secured. You will find nothing finer on the market at any 
price. 

The Electrode Equipment Is Most Complete 

Complete in velvet lined case with Surface Electrode No. 1 
and Comb Electrode No. 3. Tliroat No. 4, Eye No. 5, Spinal 
No. 6. Prostatic Electrode No, 22 and Cautery Electrode No. 25. 
Price ..... $50.00 

No extra charge for special voltage. 

As a very important improvement in connection with our mag¬ 
net coil construction we have a resistance winding of special 
alloy wire, which acts as an equalizer between the kick back coil 
and main line, thereby absolutely avoiding overheating. Master 
Violet Ray machines can be run for a long period of time without 
showing signs of heating found ordinarily in all other makes of 
high frequency apparatus. 
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MASTKH VIOI.F/T RAY ISSTRIRUKNT^ 



MASTER OZONE GENERATOR No. 28 

T.'ie Ozone (Jenerator is a special applicator dcsiKiicd fcjr ditcct niedicaf.on in nasal, 
throat, broiiciiial and lung alfections. It generah's cMiorinous (piantitics of Ozone. Ozone is 
a faint blue gas composed of oxygen and is foinied by the jias.sagi* of an elia-trieal dis 
charge through air. Outduor.s, we get ozoim aftc'r a thunder storm and indoors the sane; 
be i)rodnced mechanically with N’iolet Itays. 

Ozone Ireatmenls arc '.I'n- Ifcnelicial. 
and exce'leni results are s-cured in ail 
diseases of the Resinrator.v Oigans. In- 
tlueiiza, Oatarrh. Itronehitis, Astlima. 
Hay Hever, etc.. (piick-Iy show marked 
iniproveini'iit fro’u its u.se. 

The ozone permeates every ccdl. de¬ 
stroying germ life, arid sootlies tlie 
inflamed tissnc.s. 

DIRECTIONS FOR OPERATING 
OZONE GENERATOR 
The Generator is pushed into the 
ipstrnmont handle, after filling the in¬ 
halant chamber onc-lifth with inhalant 
solution, the current is turned on. The 
left hatid is then i)ut around the ozone 
chamber while the other hand actuates 
the presstirc Inilb at cotuenience. The 
uostril.s are. p'aced over or tight against 
the nose-piece an<l the ozone is forced 
domi through the nose into the lungs 
by pressing tlie bulb. The inlialing of 
the ozone should be deep and the air 
eomplelejy exhaVd before taking an- 
otlier breath. Inhalation may also be 
made through the month by changing 
the, nose-piece for the mouth-niece. 

Tlie inhalant solution contained in 
the upper cliamber of the generator 
waslies tlie ozone a.s it ho.bbles through 
it. allowing particles of it to be carried 
a'ong in the form of vaiK)r. This in- 
lialant .solution is a snlendid eombiPa- 
tion of essential oils vvliieb liave a 
.soothing effect xipon the membranes and 
assist in healing. 

The complete outfit consists of the 
Generator, a nose-piece, a rnouth- 
piece. pressure bulb. Inhalant solullon. 

Cdmoiete witb all attach mentt ai 
shown. $10,00. 
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MASTER ELECTRODES OR APPLICATORS 


Vacuum (Ila.ss J'JIcctrodes for Fr«-:quGiu;y Violet Kay Ap¬ 

plication are riiade in two types. I'lain, or non - in su iated and 
iDSuiated, Insulated electrodes are used fur Orificial treatments 
mostly, as they deliver a j^reater quantity (jf cui'reiit at the de¬ 
sired locality. 


Master electrodes are made of the best grade of special glass, 
which will stand heavy usage without signs of deterioration, 
d'he vacuum in Master electrodes is ticrfect. The end of the 
electrodes are protected by metal caps, which insure greater life. 
All electrodes are carefully tested and pardved. 



No. 5 


No. 5 Eye Electrode.—Single Eye 
electrode is designed to fit closely 
over the eye. When treatment is 
given only a' slight warmth can 
be felt. Is used for the treatment 
of all eye complaints and for 
strengthening the optic nerves. 
Price . . 


.No. tl Spinal Electrode.—For all Spinal 
treatments. Arranged so that it fits 
over both sides of the vertebrae. 

Price .. 




No. 6 

No. 7 Double Eye Electrode.—This elec¬ 
trode is used for the same purpose as 
the No. 5 Single Eye Electrode, but is 
designed for the treatment of both 
eyes at once. It distributes the cur¬ 
rent evenly to both eyes and is recom¬ 
mended where both eves are to be 
treated. Price .^2.00 


No. 8 Small Cataphoric Electrode.—This d 
electrode is made with an indentation 
on the surface to hold absorbent cotton 

and liniment of any kind. It is used in the treatment of Rheuma¬ 
tism, Lumbago, Neuralgia or in fact wherever liniment is used in 
connection with any Master Violet Ray machine. Price.$3.50 
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No. 9 Large Cataphoric Electrode.— 
This electrode is used for the same 
purpose as No. 8, but has larger ca¬ 
pacity, and greater space for cotton 
and liniment. Used in the treatment 
of Rheumatism. Lumbago, Neuritis, 
etc., or wherever liniment is used. 
Price . 




No. 10 Spatula or Tongue Electrode.— 
Used for treatment of the mouth or 
tongue as its name implies. 

Price . . . - -. 


No. 11 Insulated Ear Electrode — 
This electrode has been specially de¬ 
signed for treatment of the e.ar. It 
is used for the treatment of all Ca¬ 
tarrhal conditions in the ear, and 
for ear ache, deafness and head 
noises, etc. Price .$2.25 
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No. 12 Metal Electrode.—Thi.s de¬ 
livers a strong current and is ex¬ 
cellent for general tonic and where 
constitutional effects are desired. 
When held by the patient, there is 
no muscular contraction, merely a 
sense of warmth through the en¬ 
tire body. The current can also tn* 
drawn to any i^art of the body hy 
using the No. 1 electrode or the lin - 
gers of the operator. Price. 


ORIFICIAL TREATMENTS 

All Orificial electrodes must bo lubricated before insertion. For 
the sake of safety there should be two people in Orificial work, 
the patient and the operator. The current should be turned on 
after inserting the electrode into the orifice and turned off before 
removing the electrode. Orificial treatments are never painful. 
The electrode should be moved slightly to avoid sticking tn 
mucous membrane. Treatments are not to be continued longer 
than five minutes. 


PLAIN ELECTRODES 


No. 11 Urethal Elec¬ 
trode. Price .$1.()0 





No. If) Vaginal Elec¬ 
trode. I*rico .$1.01) 


No. If) Internal Throat ^ 

I'hectrodc. Price . -.$1 .On 16 





> 


No. IT Rectal Electrode. 

I^ricc ...$ i .00 


No. 18 Corn Electrode.—This electrode is u.sed 
for the treatment of corns. It fit."^ snugly 
over (he corns. Price .$1.00 
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I \ IS U1.A r K U 1 t 1 lit) I)I:s 

I'lic aiirantaQC of insulated tubes is that the current niay be 
introduced without loss into the orifice of the body. In using flam 
electrode for an orifice, much of the current is lost at the first 
point of cotiiact. for instance if the prostatic gland is being_ 
treated idtli the plain electrode, much of the current is drazvn of 
at the opening of the rectum, but if the insulated tube No. 22 is 
used, the current is conveyed to the desired point ■zoithout loss of 
current. 


So. 11) Nasal Nlcatinclr. -I'sed I'cjf tiiinitis, 
nasal calan-ii. I'rico.. . ■ .JS-.OO 





No. 20 Internal Tluo.it 
Mlect Used tor 

t on sill t is. liyi)ert !i roph \- 
ot tiie tonsils ulcers o t 
tde tonsils, etc. 
iM ict- .. iSi; Oil 


No. 21 Urethal Ulec- 
trode,—Used for cystitis, 
st rictures, ^onoi'rhea, 

ete. I’rire ..S—.((0 




No. 22 Mrosta'tic lOlec- 
trode.—DcsiR'ned so tliat 
it tits directly o\-e!‘ the 
pi’ostatic .^-land. In rnariy 
cases this ok'Ctrode can 
also be used for vaRunal 
work in place of No. 24. 
Uriee . 


.No. 2:'! hisulatc'd Uectal 
|■:!(■et rode, ri-iee 




No. 2 1 \'a.!J, i n.i 1 UIcctrode.— 
(wit Ivon t 1 ) 1 - r foi-al i(.)ns). 

I’riee . 


iNo. 27) Cautery Electrode.—This has a 
platinum wire scaled in the .eclass. For 
i-ernoving' warrs. moles, or prrowths of 
any nature, it cannot be oKcelled. Very 
sel'dom is it necessary to fidve more 
til an two treat numts. most often one 
armlication is all that is necessary. 

I'rice . . .82.00 



No. 25 
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No. 2d S!)ecial Vairinal 
Tdlect rode,—:\Iade with i>cr- 
forations so that o'/one may 
be generated within the 
vag'ina. Ustal for ovaritis 
leucorrhea, vaginit's and 
all pelvic inflammations. 
IM'ive . .. 


( AltE Ol' lllAdU ritODUS 


Keep tlu' ciccti-odes (dtnm. Whishing with warm water and 
soai» is sudicdent. labadrodes will stand luait and can be boiled 
in watc-r. 


soaiiiiM 
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Biiiiiiiniiiiiim 

MASTER NEON HIGH FREQUENCY 
ELECTRODES 

Neon Red Ray Electrode consists of an Electrode which has 
l)ecn highly evacuated and filled to a definite pressure with a 
very rare gas called Neon. The process of securing Neon is 
very complicated and expensive, therefore, commercial i)ricc of 
Neon is extremely high. Neon has two salient i)roperties. the 
faculty of readil\' conducting electric current and emanating an 
orange red light which has proven itself to ]>osscss decided 
healing properties. This light can be only secured through the 
use of Neon gas. Wdien these proi>ertics are used in High 
h'rettuency Iflcctrodes a great increased efficiency is noticeable 
in tlie treatment of certain conditions. d"hc most sensitive parts 
may l,)e treated with Neon Electrodes without irritation, and 
they are extremely beneficial to an}" pustulous or inflamed con¬ 
dition. 

Neon electrodes may be used with any Master Vholet Ray 
machine. 


NEON ELECTRODE PRICES 

All regular Violet Ray I'decirodes h>ted at can i)e su])- 

plied at ?a.tK) each. All regular X’iolet Ra}’ IfU'Cl ro(k‘s listed at 
$1.50 and $i,()() can be Mipplied in .Aeon hdectcodes at $4.00 each. 


UNBREAKABLE ELECTRODES 



ddiis electrode is made of a special composition su]>|)!ied in 
the Surface Iflectrodes only. These electi'odes not being made 
of glass, are unbrcakal)le. Price $3.50. 

NOTE 

The electrodes will lose their exh.austioii in lime and wear 
out much on the order of an electric light bulb. When difficulty 
arises A\-ith the machine it is usually with the electrode. 'Fry 
another electrode before blaming the machine. Alaster Violet 
Ray seldom give the user-^ trouble and will last indefinitely. 
Nothing is to lie oiled or adjusted. 
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THE SPINAL NERVE CENTERS 



^!’lic‘ S|»iiial Cord is t:uii- 
luiiiL'd ill the Ihiitkliouc or 
SiMiVcil Column, TlU‘ , Spinal 
("ord i.s an extension of th>' 
hrain. The nerves branci'i 
out from the s\)inal eord 
and yo to all parts atid or- 
,tj;ans of the hotly. 


Larynx ind parotid gland 
Phrenic nerve supplies diaphragm. 

Upper JfAchia and csophagTis. 

Inferior cervjeal ganglia of aympathetic 
iicrvouf tystem. 



Bladder perifoneum, ictotum, penis 


R If fit iide supplier the cecum srid sppenJu 
Left tide supplies 'he sigmovd flexure 


OsarieJ and leslicics 

-Uterus, lubes, round ligaments 

Bhidder and lower bo*(c! 

rain ur tfiuh'riii'ss at a(i\ iiuiiit 
alciHK till- .st)hu' siKiidios iiioihr- 
iiH'iit of tliut eorresiKJnilinji oiitaii. 
Hdth the orKun and the snine 
shoultl ho treated. 

r.,v \Tiilet Kay treatments these 
Sjdnal Xerve (’enters ean he stim 
iilated to eau.se the jiartil and 
orjians which are. eoiitrulh-d hv 
them to resTHUi'i. 

llitrh frenueney anplieaf itiu to 
the enrroet stdnal region will re¬ 
store an organ whieli has lost it-' 
natural tone or shows imnaired 
activity. The normal state of 
the organ or nart will he regained 
so that its duty ean lie proiierlv 
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MASTER VIOLET RAY TREATMENTS 

Tilt' following' ai‘e siijJiRvstiojis. In most instaric-es the imlivinhial 
will oevalo]) their own locliniqiie in tlieir own case. 

\'iolet Kay trcalinents need not l>e oT lon^- duration. Short 
trealnients at frequent interval.^ are very cfTectivco Always start 
with the wrakest curi-ent i)OSsn)le. Tlw initiai disehars'e which 
occurs when you hrius;- the electrode to the bod>- in makiiif^ con- 
tact sliould be avoided. .Make contact wit.n electrode (luickly wdieii 
beginning' and finishing- irwitinent. 11 jmdal object like hairpins, 
corset steels, chains, etc., cannot l>e avoided in tht^ tri'atments they 
should be removed. 

USE YOUR MASTER OUTFIT AS .V FIRST AID 

'riiere is no (iuacker\' or nncertaint\- about tlie \’iolet-Kay llii^h- 
Kia quency ('urrent. It is a thoi'ougii cell massage, and a wonciei - 
I'ul stimulant, and wliile it is by no means out foru’ard as a cure- 
all, yet it is of the utmost aid in restoi'ing to normal the 
]di\'si('al condition im])jiii’ed from almost any cause. The results 
obtained are universally benetici.al and can never in any instance 
be harmful. 

MASTER VIOLET RAY TREATMENTS 

The following are sugg-estions for the treatment of disease 
taken from castas where iihysicians or clinics have olitained ex¬ 
cellent results, Not all cases will be cured through High-Fre¬ 
quency alone, but in every case it is a valualile adjunct to other 
ti-eatmcnt; in fact, many cases havi' bemi greatly benefited where 
medical treatment has failed. 

AloiKH'ia or Falling Hair Fse Fomh electi’ode Xo. .3. Use a 
mild enrrent at first, w'hich can Vie increased with treatments. 
Kass tlie comb back and forth over the entire scalp for about 
five minutes every day. This same treatnumt can be used for 
gray hair in restoring it to natural color. Use same treatment 
for baldness. J )o not use the Violet-Kay on the luiir immediately 
after aiqilying any preparation containing more than forty per 
cent of alcohol, 

.Veil**; riiiiple.s — Treat the entire snrfiice for about seven minutes 
with the Surface electrode X'o. 1. If the skin is damj). either atJid>- 
talcum nowder, oi- treat through handkerchief or other (dean 
(doth. Use a medium current. 

A u;i€‘iiii:i— (lenoral ai>plieation to the entire body. Treat with 
.scrf.iet' (deetrode Xb). i, over tile (du'St. and Throat eleidrode Xb>. 
1. on throat glands, the treatment to last from five to ten minnfes. 
'Ido^ Ozone (Jem'ratoi' is also of the utmost heiudit. 

A iiinienoi-riie:t — 1 ri-eg u l;i ri — Supiuacssed - \\d ( h the \ ag 

inat tnlu .X'o 24 or an emmeuagog eileel can he in'oduccd. Ap!d\ 
any antiscidic lubricant to tube. (Jive Ul niinuc treatments evmw- 
otbor day. Also apitl.v surface electrode Xo. 1 to sjiine, 5 to Id 
minutes. 

.Abscess To abort an abiscess. the use of the surface elec¬ 
trode lias been found to be the most lieneficial. lvee]> tube in 
contact with skin. .\nply any amtiseiitic lubricant on tube before 
ai)i)lying. (Jive to IQ minute treatnieuts. 

A<lhesioii.s Mu conditions followdng operation or innanimatory 
conditions, use the condenser tulie Xbj. 2. Apply any antiseptic 
lubricant on tulio. Hive Id to 15 minute treatments daily. 

.Vsfliiiia - A])j)ly Surface (deetrode Xo, 1 or (''ondenser No. 2 
over the (diest and tliroat glands foi- alioiit .5 minutes wdth .i 
strong current. Treatment of Asthma also found to be very 
successful b\' the us(‘ of the Ozone attachment, filling it wdth 1 
dram of Oil of Kine; 1 dram of (')il of Fucalyrdol; 5 minims Beecli- 
wood creosote. Inhale 3 to 5 minutes daily. 

Alropliy of flic Opiic Xci-><‘ -By the us(^ of the eye electrodt* 
-No. 5 exc(dlent results have been attained. Sin.glc or double elec¬ 
trode. Intcnsit.v of current should be re.gulated very lowy giving 
Id-minuU' treatments daily. Ai)ply to the lids., closed. 

At:i\i.*i Use as a sti'ong curi’ent as can bo tolerated, to sjiine, 
over abdomen, and back of legs. Hiv(^ milder tiwatment as im¬ 
provement is noticed. 

IJarbcr’s Itch -Heneral treatment with electrode X'o. 1 for five 
niinntes daily. 

Itli'pliarit i’m—I nfection bJdgcH of Kyc Kills —Fxcellent results can 
hr* produced the use of the eye ('lecti’ode No. 5; treatments 10 
minutes daily. Also use throat tube No. 4 to go around area 
of the conjunctiva or mucous memljrane of the eyo 5 minutes. 
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Hoi Is — Furiiiioiilosis —In 

treatment of Boils, excel¬ 
lent results have been oVi- 
tained by j’dving' a lifidit 
spai-k around area of in¬ 
fection 'with tlie surface 
eh'ctrode Xo. 1 and then 
applying- the electrode di¬ 
rect on same twice daily, 
.'s-minute treatments, 

Hrnisos — s e Surface 
electrode over area affect¬ 
ed. Treatments about five 
to ten minutes. Medium or 
strong current. 

Bunions — U s e Surface 
electrode in direct contact 
witli skin, with medium 
current for about five min¬ 
utes. 

Horns — Apply electrode 
in rlose contact with the 
burned ar('a, using a mild 
curj-ent for a short time, 
two or three times a day. 

Hrniii Fa.g—Use applica¬ 
tor No. 1 over forehead 
tyvc'S. Also treat the back 
of head and neck with 
strong current in direct 
c on tact w i th the skin. 
Treat the sijine and hold 
the electrode in the hand. 
O z o n e inhalations f o r 
about four minutes are also 
of importance. 

HlnokluuoJs A mild to medium treatment of five minutes daily. 
Use .Sui'facc electrode No. 1, and api)ly talcum powder l)efoie 
I rcating. 

HroiicIiBi.s- -l-Jy tlie use of the. Ozone at tacdiment, very itene- 
licial results and great relief can lu' obtuined immediately. Use 
seme mixtur*- as in treatment of Asthma. 

Use the surface (dectrode No. 1, applying same di- 
reei., 1(; to l.^j minutes daily. 

(‘ataiuiet —Oreat ladief can 1*0 obtained in the early stage of 
cataiaict by the use of the eye electrode either single or double, 
witli a very fine current,, not exceeding- Vs-inch in length. 

(hillouse.s —Use a’ strong electric current with Surface electrode 
No. ]. The current can also be applied by holding electrode a 
short distance from the skin. 

Uaiicer- -Surface cancers not too far developed can be treated 
with Cautery electrode No. 2T). Anesthetics may be required. Sur¬ 
gery is usually necessary. 

C;irl»iineUv«i —See Boils. 

Catarrh—-Nasal -In this condition the nasal tube is used wdthin 
the nose with a mild curr^mt within the nasal passages, 2 to M 
minut(m on each side, folowed by an a])plication with the surface 
electi'ode externally over the area of the nose. Use ozone gen¬ 
eral or. 

Catarrh of %\‘oinh —U.‘--e Vaginal electrode No. 24 or No. 26 for 
five minutes daily. Electrode to he lubricated before insertion. 

t'hilblaiiis—I'se Sui'facc electrode witfi strong- s})ark applied di¬ 
rectly to the skin. Treatment to last about ten miiiutes. 

Cold in Head —See Nasal Catarrh. 

Cold ill luiiigs —See Asthma. 

Cold I6xtrt»iiiities —Apply Surface electrode dii'ect to affected 
parts, using a strong spark for about five minutes. Also api>ly 
eh'Ctrode to the spine; kee]> the electrmle about one-half inch 
from the skin until the surface is red. 
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MASTKI^ VIOLET RAY TREATMESTS 



CoIIsH|):iti<> 11 —A 1 )p 1 y Sur¬ 
face electrode over the 
bowels. Apply for about 
ten minutes moving' the 
electrode. Use a strong 
curi-ent. Uhysicians use 
Uectal electrode No. 23 for 
insertion into tlie Rectum. 
Orificial treatments last 
about five minutes. 

Cervicitis —The use of the 
vaginal electrode No. 24 is 
very effective, giving in 
minutes daily. Use any an¬ 
tiseptic 1 LI V) r i ca n t o n sa t n e 
liefore insertinga 

CoryzJi —Use the surface 
<'Iectrode No. 1. rubbing 
same over forehead and 
sides of face 15 minutes 
daily. 

Cystitis— With the use of 
the lactal No. 23 and ure¬ 
thral No. 21 tubes, remark¬ 
able results have been ob¬ 
tained, Give 5 minutes 
daily, using any antiseptic 
luliricant on the electrodes. 


l^erltM tly Ilnriiilcss. Can Be DnnrlrulY— See Alopecia. 

L sed For Baby 


neal‘iies.s, lOaraelie ami Far diseases —Apply Ear electrode with 
\'ery mild current into the ear. Care must be exercised so as 
to not touch the ear drum. Three to five minutes is sufficient. 


Dialietes --Api)l\’ Surface electrode over the ainlomen and siiine 
througli a thin towel oi- cloth for ten minutes. Diet must h^' 
oltstrved. ('omplide results must not he exiiected before several 
mon ( hs. 


Ilipliflieria---.-\pply SnrTace electrode to outside of throat and 
spine. Insulaied Thi'oat ntectrode. inside. Trealmcnt nol ovm- 
ten minutes, repeated at short inlmwals. Ozone inhalations art' 
also of great advantage. 

Dyspep.sia —Use electrode No. 1 or No. 2 over the stomach and 
solar plexus with a strong current for aliout ten minutes. 

Fezeiua---By the use of the surface electrode No. 1. excellent 
results have been obtained by giving the patient as miicli current 
as can he endured. .Another Ijeneficial way of treating is to api)ly 
gauze over the area, and go over same with the electrode. 

FnteritiN—In acute cases of Enteritis not as beneficial results 
may be exiiected as in chronic cases, but same can lie treated by 
giving tonic api-dications with the surface electrode No. 1 over 
the area of the abdomen. in~minute treatments daily, in chronic 
cases, excellent results can lie obtained by giving treatment twice 
daily with the condenser electrode. 

Fpidiflyiiiiti.H —-Great relief is given immediatel.v by the use of 
the surface electrode No. 1 in the area involved. Give 15 minutes 
dally. 

Frosion.s of the Cervix Fieri —Excellent results have been ob¬ 
tained by the use of the vaginal electrode No. 24. Bring tube 
in contact with the Cervix, giving 10 minutes daily, using any 
antiseptic lubricant on the tube. 


Freckles —Cover surface with g'auze and treat daily with a 
medium current of from five to ten minutes’ duration. Results 
are quite aid' to be very slow and patience is requiri'd. 


miinniii 
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Frowst —-See Chil¬ 

blains. 

FLs.Huri* — A mil—- Remark - 
able results, and in many 
cases complete recovery, 
can be expected by the use 
of the rectal electrode No. 
23 tube. Aply an anti¬ 
septic lubricant on the 
tube before iiisertiuft-, g'iv- 
iiipr lU minutes daily. 

(ioitrc —In Goitre cvisos. 
liy the use of the surface 
electrode No. 1. the tube 
contact with the surface 
should be kept in lig-ht 
of the skin, treating- the 
sides of the neck as well 
as over the Goitre itself, 
g- i V i ng 10-minute treat¬ 
ments daily. 

(ioiiorrhea— 1 n sub-acute 
or chronic forms, marked 
beneficial results have been 
obtained by the use of the 
urethral No. 21 or vaginal 
No. 24 electrodes. Applv 
any antiseptic lubricant on 
tubes before inserting. G've 
7-uinute treatments daily. 



By the use of the ui'ethral No. 2l and the rectal No. 
2.'> tubes, unusual results have been olitaincd. Insert same with 
any antiseptic luliricant, giving 10 to ir> minute treatments daily. 


(iripiie—Breathing through Ozone Generator gives immediate 
relict. Follow witli treatments over side of nose, and in some 
cases with Nasal electrode No. 19 internally. Treatment five to 
ten minutes. 


Gout— Api)ly Surface electrode to the spine to stimulate the 
.system. Then apply .Surface electrode to the iiainful area with 
a medium current, keeiiing the eiecti'ode in contact with the skin 
but moving same about. Pain may be noticed at first but results 
Mr(> certain if treatment is continued. 

Gray Hair— The natural color of the hair may often be restored 
by continued and patient treatments with electrode No, 3, See 
Alopecia'. Several months are usually laaiuired for results. Use 
a current for stimulation at least once a day. Read Fberhardt’s 
Manual. 

Haj- F'ever -Apply Surface electrode over the nose and along 
Hi)ine with medium current for five minutes, Api>ly electrode 
No. 19 in nostrils for a short time. Treatment must l)e of short 
duration bip frequently repeated. Use the Ozone Generator freely, 
it being advisable to Ozonate the entire room with it. For satis¬ 
factory results treatments should commence two or three weeks 
before period of attack, 

Headaelics —Frontal and Occipital lieadaches are relieved by 
using the surface tube No. 1 over the seat of pain. Keep the tube 
in loose contact and prolong the treatment until relief takes 
place, which usually trd<es from 5 to 10 minutes, 

lloniorrhoid.s— With the use of the rectal tube No. 23, temporary 
relief may be obtained by giving rj-minute treatments daily. 

Herptss — Zo.ster -Application of the condenser tube in the erup¬ 
tion of Flerpes. Recovery can be hastened by giving lO-minute 
treatment daily. 3 to 5 treatments are usually sufTicient. 

Inipoteiiee —The most beneficial way of treating this condition 
i.s by the use of the prostatic tube No. 22 with plenty of spark. 
Use the surface electrode No. 1 slightly raised over the area of the 
spine from 5 to 7 minutes daily. Direct application with special 
electrode is also of great importance. This electrode can be used 
for 5 to 10 minutes. Treatments once or twice daily. 
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Itlieiimatie l*ains in liinilis Disaiipear 
xVftiT Few Minutejs 'I’reatmont 


lacontinence <»f I’r- 
lii<‘—Apply the sur¬ 
face electrode No. 1 
over the area of the 
spine, raising- same 
slightly: also apply 
electrode around the 
area of the Bladder. 
5 minutes daily. 


In 11 11 (Ml 7. a — Treat 
the spine and solar 
plexus with the No. 1 
electrode. Also over 
the eyes and the sides 
of the nose. Treat¬ 
ments to the spine 
are made through a 
towel for five min¬ 
utes, Also use O'Aono 
t^enerator. 


Insomnia — T h e 

method most benefi¬ 
cial has been the use 
of the condenser tube 
which is kept in 
light contact with the 
back of the head and 
the neck, going down 
the spine for about 
minutes daily befoi'o 
retiring. 


Infra-Oeiilar llcmorrliage.s— The eye electrode No. in contact 
with the closed lids using a very light current for about min¬ 
utes, has produced favorable results iu many cases. 

Trifi.'ti—-Treat as outlined above. Good results have been ol.)- 

tained in Syhpilitic-Iritis. 

Jniindice —By the use of the condenser electrode, great relief 
can be obtained. Apply electrode over the area of the liver, 

10 minutes d.aily. 

lairyngil i.sE —The throat electrode either by the loose contact 

or mild spark will greatly aid in treatment of this nature. Ozone 

inhalations are most advisable. 

iMitnbngo—Apply the current through tlie clothing with as 
strong a current as can be tolerated. Continue treatment until 
pain is gone. Keep the electrode moving and give long ireatmeni. 

F(‘U(*orrlieu —Use Vaginal electrodes No. 21 or 20. iiibricatin,g 
before insertion. A medium treatment for five minutes is applied 
and repeated as circumstances require. Current should be turned 
on after insertion of electrode and off before remov.al of ideetrodc. 
Antiseptic douches in connection, 

^leforrlien —Treat the same a's Amenorrhea, 

Neuralgia —To obtain a hurried relief of nejiralgia. the surfac'c 
electrode No. 1 should lie used. Pass back and forth in Pght 
contact with the skin, giving 10-minute treatment as needed. 

\eui'ifis —Use Surface electrode for five minutes at a time. Sev¬ 
eral treatments a day are advisable. Cse light current at first, 
and .gradually increase same. .Apply locally or to entire bodjq 
deijencling upon the condition. 

Olxvsitj-— Apply Surface or Condenser electrode No, 2 for fifteen 
minutes twice daily. Use very strong current. Fats will be 
consumed by increase of oxidation but diet must lie reduced and 
watched. 
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Oreliitis— Jlelief can Ix' ininiedlately obtained with the sutfaeo 
electrode No. 1 over tiie area of the testicles, giving- (j-niinuLe 
treatments. 

Parotitis —The condenser electrode, using a medium intensity 
of current over the diseased area, giving 5 to 10-minute treatments 
daily, is very beneficial. 

Pliaryiigitj.s—Tn acute fornns with the use of the throat elec¬ 
trode.. quick relief can be obtained. Give 5-minute treatments 
daily. 

Pleuri.sy —Using' the condenser tube over the front and back of 
the chest until a marked reddening of the skin indicates a counter 
irritation. Two or three treatments are necessary in acute cases 
and one daily in chronic cases. 

I’soriiisis—This is treated by the same technique as that em¬ 
ployed in eczema. 

Pile.s —See Hemorrholds. 

lUieiniintiNin —The condenser tube is of exceiitiomi! value in 
chronic and muscular rheumatism. Apply the electrode over the 
area 10 to 1 .j minutes dailjc 

Itii»g\vnriii--b's('. the Surface electrode and apiily short sparks 
several limes a day with a medium current for several minules. 

Srnrs -By the use of the surface electrode No. 1 a softening 
effect can he produced on soft tissue, treating same 5 to 7 minutes 
daily. 

SoiaUea —-Apply the condenser electrode along the course of the 
nerve and over’ the lower pa^ft of the spine, giving 10-minute 
treatments daily. 

.Siiiii.sitis—The use of the surface electrode No. 1 gives a hurried 
relief by applying same over the area of the Sinuses daily for 
5 minutes. 

Sore 'Throat and Throat Di.soa.ses— Uae Internal Throat electrode 
No. 20 with medium curi'ent for five minutes, and for the External 
O'hroat electrode No. 4 on the outside of the throat for the same 
Iteidod of time. 

St Hr \cok anil Joiiit.s—Apply Surface electrode, using the same 
method as explained in Neuritis. 

'I’oiisilitLs— Use treatment as above for Sore Throat. Ozone 
treatments are also of importance. 

'I’liheroiilo.si.s —Tn the incipient type of tuberculosis, exceedingly 
good results can be obtained and tubercul bacilli eliminated by 
the use of the Ozone attachment, filling same wuth onc-half dram 
of oil of euealyiitol. and one dram of oil of pine, ten minims of 
heechwood creosote, using tlie same morning and night. With 
the u.se of the general electi'ode over the area of the chets, this 
will also he found beneficial using same 10 minutes daily. 

Urticaria—Hives —Urticaria can be quickly eliminated by tlie 
use of the surface electrode No. 1. going back and fortli over the 
area for 10 minutes daily until condition is gone. 

Warts and Other Small (drowtli.s —The Fulguration electrode 
should be used, as it throws a fine sharp spark. Apply to growths 
long enough to cauterize the surface. A few .seconds is usually 
all that is necessary. Wait a day or twm for results and, if 
necessary. re])eat. Where there is no Fulguration electrode the 
Surface 'electrode can be used by liolding- it abeujt one-eighth 
inch from the growth and allowing the sparks to i)ass from the 
edge of the gla.'^s 

AVriteUs ('rami»— In this condition a hurried relief can be ef¬ 
fected by the use of the surface tube No. 1 over the area of 
condition, using same until condition is relieved. 

AA’ry Xeek—TortieoHis —Using the No. 1 or No. 2 over the 
area of the neck and dow-n the spine daily for 10 minutes, relief 
can he effected. 
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DIRECTIONS FOR OPERATING 
The Master Violet Ray 

1. Insert glass ai)i)licator into the iiislriniient. 

2. Attach the connecting plug to the lain]) socket. 

3. Turn the current on. 

4. Adjustment of the Violet Ray discharge is obtained 
by the adjusting knob. To the right the discharge 
increases, to the left it decreases. 

5. vStart any treatment with a mild discharge and in¬ 
crease it gradually to tlie recpiired strength. 

6. Take good care of the connecting cord. Keep it dry 
and free from knots and twists. lla\'e it lagiaircd in 
time if signs of wear apijcar. 


DON’TS 

1. Do not attempt to repair the a[)paratus. If the 
necessity arises, write to the Factory achdsing of 
your difficulties and you wall be informed what to do. 

2. Do not use the Master in connection with any tonic 
or mcdicant containing a large percentage of alcohol 
on the hair or any part of the bod 3 C 

3. Be careful with the ajiparatus and wdien not in use 
turn the current off. Be on the safe side and remove 
the connecting ])lug from the lamp socket alter use. 

4. Do not use in connection with electric bath. 


NOTE: Damages arising from carelessness are not 
covered by our guarantee. If instructions arc i)ro[)erl\’ 
followed, the Vaster wall last indehnitely. 

Unless otherwise specified all machines will be fur¬ 
nished to operate on standard voltage of 110 to 120 volts. 
Machines can also be furnished to operate on 220 volts 
and 32 volts. 


.‘ll' MASI l>:h' MOLl'/r l{A yH 


GET YOUR MASTER VIOLET RAY NOW 

1 he 3vlaster X^iolet Ray is the most practical, service- 
alhe instrument 3^)11 can secure. 1 'he\' are designed to 
meet the requirements for a hii^'li yrade X'iolet Rav lor 
the home as well as the profession. 

Its simplicity of operation, wide raipq'e of adjustment, 
dural)ilit}q beaiiRy and uniciue construction make it the 
ideal general purpose \dolet Ray. We cliallenge anyone 
to offer a better \doIet Ra}: at an\-\\diere near its price. 

Master Violet Ra\ instruments are e(|U!p})ed w ith j^ei - 
fecth^ balanced coils wliicdi prevent their o^■crheatmg, a 
feature that should not lie o\'crlooked w!um purcliasiiig 
ain^ Violet Raxc Recause ui this feature, our instru¬ 
ments ma}' be used constantls- for long jieriods without 
fear of overlieating. 

Jfvcr\^ point of construction, vvQvy piece of material 
used, is given careful attention with the \ iew of [ilacing 
in the j)urchaserV hands the best 3 'our monc}' can l)uv. 
An instrument that will gi\'e ser\dce wdien needed and 
one that will not lireak down under continued u.'^e. 

W^c manufacture onl}' high grade, substantial ma¬ 
chines. Oualitv considered, the price is most reasonable, 
within e\'ervb()d\’'s reach. 

ddiese and the fact that thousands of others are de- 
ri\’ing complete satisfaction from the use of their instru¬ 
ments, are the reasons whv vou should insist on securing 
the Master \dolet Ra}' onl\v 

'The wonderfid Master Vd’olet Ray treatments are now 
within the rcacli of e\er\' man. A\a)man and child in the 
world, ddie remarkalile curative and health ])romoting 
jiroperties t)f \dolet IVrx's are a\'ailable in e\'erv home 
at a cost s(j low that nol)od\' can alloial to be without a 
Master Instrument. d'he machine wiW last for \'ears 
ami pa\' for itself o\er and o\er again. 


GUARANTEE 


The blaster Violet Ray instrument is 
{^'naranteed against meclianical aiid electiieal 
defects for a ])eriod of one year from date of 
purchase b}- the user,, providing that all in¬ 
structions for the proper use and operation 
have been followed. Deiective parts will be 
replaced free of charge when needed, providing 
the a])paratus is returned to the factory pre¬ 
paid. (Hass applicators are not guaranteed 
for any specified period of time ; they are made 
of the very best material obtainable and thor¬ 
oughly tested before shipping. 


The Master Electric Company, Inc. 
113 S. Jefferson Street 
Chicago, U. S. A. 










